B1000 SYSTEM SOFTWARE RELEASE MARK 12.0 


DOCUMENT/HALTS 


B1000 SYSTEMS SOFTWARE HALT DEFINES 


+ t + + + 2 HF + HF 4 4 Hh HH 4 FH HO He HH HH HR HH OH Oe OH OHO 


KKK KK RK KK KKK KKK KKK KKK KKK KKK KKK KKK RE KE KKK KKK KEKE KKEKKKKKKEK KKK KKK OF 
x 

TETEE Ss B1000 SYSTEM SOFTWARE RELEASE MARK 12.0 (DOCUMENT) a 
a 

FILE IDs DOCUMENT/HALTS TAPE ID: DOCUMENT 4 
a 

KEK KKK KKK KK EK KK KKK RK KKK KE KKK KKK KKK KKK KE KKEREKKEKKKKKKKEKRKKKKKKEKEKKKRKKK OF 
RR . kee 
* PROPRIETARY PROGRAM MATERIAL wed 
KKK zeke ON 
wee THIS MATERIAL IS PROPRIETARY TO BURROUGHS CORPORATION AND) xxx 4 
zee IS NOT TO BE REPRODUCED» USED OR DISCLOSED EXCEPT IN x*e # 
xxx ACCORDANCE WITH PROGRAM LICENSE OR UPON WRITTEN *x%x »& 
kee AUTHORIZATION OF THE PATENT DIVISION OF BURROUGHS **xx »# 
wkex CORPORATION, DETROIT, MICHIGAN 48232, USA. ake 
KKK kkk 4 
x COPYRIGHT (C) 1ST EDITION 1985 xe 
kok BURROUGHS CORPORATION kee 
kk kkk 
kee THE WITHIN INFORMATION IS NOT INTENDED TO BE NOR SHOULD BE xxx 4 
xxx CONSTRUED AS AN AFFIRMATION OF FACTs REPRESENTATION DR xex + 
wee WARRANTY SY SURROUGHS CORPORATION OF ANY TYPE, KIND OR ee 2 
exe CHARACTER. ANY PRODUCT AND RELATED MATERIALS DISCLOSED **« 4 
kee HEREIN IS ONLY FURNISHED PURSUANT AND SUBJECT TO THE TERMS xxx » 
eee AND CONDITIONS OF A DULY EXECUTED LICENSE AGREEMENT. eek 4 
wee THE ONLY WARRANTIES MADE BY RURROUGHS wITH RESPECT TQ THE *x*% 4 
wee PRODUCTS DESCRISED IN THIS MATERTAL ARE SET FORTH IN THE *%* » 
kee ASCVE MENTIONED AGREEMENT. reper oe 
k*x« xkk 3 
week THE CUSTOMER SHOULD EXCERCISE CARE TO ASSURE THAT USE OF *xx #4 
Ree TRE SOFTWARE WILL 3E IN FULL COMPLIANCE WITH LAWS, RULES **x 4 
kee AND REGULATIONS OF THE JURISDICTIONS wWITH RESPECT TO xxx 4 
RAE. WHC Ot 2S USet., xx 
x KK kwkK OF 
KEK RRR KKK KEKE KKK KKK KKK KKK KK KKK KK KKK KR KK KKK KR KKK KKK K KEKE KEK RK 


CCUMENT CONTAINS THe DEFINITIONS OF THE 38 1000 SYSTEM 


WHEN A SOFTWARE-CONTROLLED HALT OCCURS ON A 8B 1000 SYSTEM, 
VARTOUS REGISTERS ARE USED TO DISPLAY INFORMATION ABOUT THE HALT. 
THE MOST IMPORTANT OF THESE IS THE L REGISTER, WHICH PROVIDES THE 
N OME HALTS DISPLAY FURTHER DESCRIPTIVE 

X 


PRIMARY HALT DEFINITIO 
R 


INFORMATION IN OTHER REGISTERS CUSUALLY Xs Yr AND T). 


PP THE ERROR LIGHT IS ON WHEN THE SYSTEM HALTS, THEN THE PERM OR 
PERP REGISTERS CONTAIN INFORMATION ON THE CAUSE OF THE HALT. TF 
THe PROCESSOR HALTS THE SYSTEM, TRE ERROR LIGHT IS SET ON, AND 
THE L REGISTER CONTAINS WHATEVER WAS IN THE L REGISTER WHEN THE 
PROCESSOR DETECTEO ERROR OCCURED. 


THE PERP REGISTER INDICATES AN ERROR IN THE PROCESSOR, AS 
FOLLOWS: 


PERP CO) CACHE DOUSLE HIT. 

PERPC1) CACHE KEY PARITY ERROR, 

PERPC2) M REGISTER PARITY ERRORs DURING FETCH OF A MICRO. 
PERP (3) CASSETTE READ ERROR, 


THE PERM REGISTER INDICATES AN ERROR IN MEMORY, AS FOLLOWS: 


PERMCOD) S MEMORY MICROINSTRUCTION TIMEOUT. 

PERM(1) REAG OR WRITE OUT OF SOUNDS OF THE MEMORY, 
PERMC2) THERE IS A CHANGE IN THE ERROR LOG REGISTER. 
PEIN C3) UNCORRECTABLE CPU MEMORY ACCESS ERROR. 


SOFTWARE-CONTROLLEOD HALT, THE KL REGTSTER ITS FUNCTIONAL. 
ED INTO TwO PORTIONS. 


C1). THE CEPT <MOST 16: BITS CalTS 0-15) DESCRISE THE SPECIEZ. 
OR ROUTINE THAT HALTED, AS FOLLOWS: 


aCQ002 SOL2 AND SDL INTERPRETER 
STATE LIGHT ON ~~ MCP 
STATE LIGHT OFF -- NORMAL@STATE SDL PROGRAM 
a02009 MICRO MCP 
a0D00a GISMO 
a@OO0F a CLEAR/START 


a@OOFOD 


SYSTEM/INIT 


C2) THE RIGHTMOST 38 BITS (8ITS 16-23) GIVE THE HALT IDENTIFICATION. 
THIS PORTION OF THE HALT CODE IS DEPENDENT UPON THE SPECIFIC 
ROUTINE THAT HALTED CGIVEN IN SITS O-15). 


SQL2 AND SDL INTERPRETER HALTS CLEsQQ00xxXa) 


ao1a 
aG2a 
ac34 
DO 4 a 
aCSa 
adda 
207 a 
alsa 
agga 
aDAD 
Sues 
aOCa 
aos 
DGEa 
aQFa 
37038 
atta 


a12a 
a13a 
a143 
ai5a 
31634 
a173 
3183 
2190 
a1aAa 
3189 
aica 
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EVALUATION/PROGRAM POINTER STACK OVERFLOW. 
CONTROL STACK OVERFLOW. 

NAME/VALUE STACK OVERFLOW. . 

REMAPPED AREA nAS INSUFFICIENT LENGTH. 
INVALID PARAMETER PASSED TOC A PROCEDURE. 
INVALID SUSSTRING (SUBBIT CR SUBSTR). 
INVALID SUSSCRIPT. 

INVALID VALUc RETURNED FROM A TYPED PROCEDURE. 
INVALID CASE. 

DIVIDE BY ZERO. 

INVALIO INDEX. 

READ OUT OF BOUNDS OR A MEMORY PARITY ERROR. 
INVALID OPERATOR. 

EVALUATION/DATA STACK OVERFLOW. 

CONVERT ERROR, 

CONSOLE HALT CINTERRUPT SWITCH). 

HALT OPERATOR. THE T REGISTER CONTAINS A FURTHER 
DEFINITION OF THE HALT. COMPLETE INFORMATION 
ON MCP HALTS IS GIVEN BELOW. 

WRITE OUT-OF-BOUNDS. 

EXPONENT OVERFLOW. 

EXPONENT UNDERFLOW. 

EXPRESSION OUT OF RANGE. 

SUPERFLOUS EXIT. 

OUT OF MEMORY SPACE. 

INVALID LINK. 

PROGRAM POINTER STACK OVERFLOW. 

INTEGER OVERFLOW. 

MESSAGE TRANSFER DATA NOT PRESENT. 

MESSAGE TRANSFER INVALID DATA TEMPLATE. 
INVALID PARAMETER IN DYNAMIC DECLARATION. 
INVALID TRANSLATE. 

INVALICD SUBPROGRAM TYPE. 

REFERENCE ASSIGNMENT LENGTH MISMATCH, 
INVALID OPERAND. 

MULTIPLY RESULT IS TOO LARGE. 

EVALUATION STACK UNDERFLOW. 

INVALID SET MEMBER. 

INVALID COMMUNICATE. 

PROGRAM POINTER STACK UNDERFLOW. 

REFERENCE TO AN INVALID VARTANT OF A RECORD. 
ATTEMPT TO DETREFERENTE A NULL POINTER. 
REFERENCE TO A DISPOSED DYNAMIC VARIABLE. 


22584 VALUE QUT OF RANGE. 

a2ca SET OUT OF RANGE. 

20a FILE DECLARED IN A RECURSIVE ROUTINE. 

a2ea ILLEGAL ASSIGNMENT TO A FOR@LOOP INDEX. 

aera ATTEMPT TO CHANGE A VARIANT WITH THE VARIANT IN USE. 
a30a ATTRIBUTE ERROR. 

a319 UNINITIALIZED DATA ITEM. 

935a 8 1870/B 1860 CONSOLE CASSETTE DATA ERROR 

a37a B 1870/8 1860 RWOAM DETECTED. 


ELRMWARE HALIS (L=gQQFOxXx2 O8 ZQ0Q0FXX32) 


a022 NO DISK CONTROL WAS FOUND ON THE SYSTEM, OR 
A CLEAR/START DISK CHANNEL WAS SPECIFIED IN THE «* 
REGISTER, BUT THE DEVICE ON THE SPECIFIED CHANNE. 
IS NOT A DISK DEVICE (CTE/TFEDEVICE ID). 
2033 CONTROL IS NOT IDLE? THAT IS, THE CONTROL IS NO’ 
STATUS COUNT 1 (T=STATUS COUNT). 
ao4a TIMEOUT WHILE WAITING FOR SERVICE REQUEST. PLSm O° .2" 
TO RETRY. 
2068 A CONTROL IS IN AN ERRONEOUS STATUS COUNT FOLLOWING 4 
SERVICE.REGQUEST CTF=CHANNEL). 
a079 A BAD RESULT.DESCRIPTOR WAS RECEIVED FROM A CONTROL: 
THE OP.COMPLETE SIT (BIT 0) WAS RESET 
(T=RESULT.DESCRIPTOR). 
a08a A SEEK TIMECUT OCCURRED. PUSH START TO CONTINUE. 
aOAa A MEMORY PARITY ERROR WAS DETECTED IN I/O DATA. PUSH 
START TO CONTINUE. 
2088 A TIMEGUT OCCURRED WHILE WAITING FOR OP.COMPLETE ON A 
PORT DEVICE. PUSH START TO RETRY. 
aoca AN I/O EXCEPTION CONDITION REMAINED AFTER 15 RETRIES 
CTH=RESULT.DESCRIPTOR). PUSH START TO RETRY. 
asa A NAME TABLE ENTRY IS EMPTY. 
a17a3 SYSTEM/DUMPFILE DISK ADDRESS IS ZEROs AND A DUMP WAS 
REQUESTED (DUMP OPTION IS PROBABLY RESET). 
a138a THE DOL SYSDUMP DESIGNATED PACK IS NOT ON THE PORT, 
CHANNELs AND UNIT SPECIFIED IN THE T REGISTER. 
MOUNT THE PROPER PACK AND PUSH START. 
a19a THE COLD START VARIABLES FOR THE SYSTEM DUMPFILE 
DO NOT MATCH THE DFHK OF THE DUMPFILE. . 
a1&32 CHECKSUM ERROR. T = SOFTWARE.ID.NO (SEE NOTE 1). 
a22a CASSETTE DATA ERRGR. 
2264 THE NAME TABLE IS IN AN INCORRECT FORMAT FOR THIS 
RELEASE CF CLEAR/START. 
a30a TEXT INPUT (8 1965/8 1995 SYSTEMS) IS IN ERROR. 
PUSH START OR ENTER CORRECT TEXT AND PUSH START. 
53 OTHER THAN SYSTEM DISK ON-LINE AT CLEAR/START 
3a A DISCARDABLE SEGMENT OF GISMO REQUIRED BY THE SYSTEM 
HARDWARE OR SPECIFIC MCP OPTIONS THAT ARE SET IS NOT 
PRESENT IN THE SELECTED GISMO. PUSH START TO IGNORE 
THE NON-PRESENT SEGMENT AND CONTINUS. 
363 SOFTWARE COMPATIBILITY PROBLEM. 


an 


TE AND TF=SOFTWARE.ID.NOS (SEE NOTE 1). 

IF TO=1 THEN X=LEVEL,s, YSLEVEL 

IF TD=7 THEN X="NEEDS", Y="HAS", 

PSEUDO MAXS TOO LARGE (CX=PSEUDO MAXS» Y=MAXIMUM 
VALUE ON THE SYSTEM). PUSH START TO USE VALUE IN Y. 


SOFTWARE ID NUMSERS: 
T=SYSTEM INITIALIZER 
2=GISMS 
3S=MICRO MCP 
4=MCP 
S=S$DL2 INTERPRETER 
6=CLEAR/START 


=2IJ200XxXa2 


CONSGLE HALT CINTERRUPT SWITCH). 

MCP WRITE OUT OF BOUNDS. X=LIMIT.LREGISTER. 

CRFAC OPTION SET) BAD REFERENCE ADDRESS RETURNED FROM A 
CONTROL (X=GO00D REFERENCE ADDRESS, Y=B3AD REFERENCE 
ADDRESS, TA=CHANNELs TE/STFHSTATUS COUNT). PUSH START TO 
USE GOOD REFERENCE ADDRESS. 

CRFAC OPTION SET) IRRECOVERABLE REFERENCE ADDRESS ERROR 
CSAME REGISTER SETTINGS AS 20000203 HALT). 

CRFAC OPTION SET) SOFTWARE ATTEMPTED TO SEND A REFERENCE 
ADDRESS OF ZERO TO A CONTROL. 

UNKNOWN DEVICE ID RETURNED BY A CONTROL (CX=REFERENCE 
ADDRESS, TB=CHANNEL). 

CDE8UG GISMO ONLY) A PAUSE OP WAS SENT TO AN 
UNINITIALIZED CHANNEL CX=REFERENCE ADDRESS» TB=CHANNEL). 
(DEBUG GISMO ONLY) PAUSE OR SEEK.COMPLETE PROBLEM 
CX=REFERENCTE ADDRESS, TE=CHANNEL). 

INTERRUPT. GQUEUE OVERFLOW CX=NUMBER OF MESSAGES 
ATTEMPTED, Y=MAXIMUM ENTRIES PERMITTED). 

THE DISPATCH CINCN) REGISTER IS LOCKED, INDICATING THAT 
A PORT DEVICE IS HUNG. (CTESPORT- TF=CHANNEL, 
X=REFERENCE ADDRESS OF MESSAGE ATTEMPTING TO BE SENT.) 
BAD COMMUNICATE.WITH.GISMO VERS CT=FA VALUE 

WHEN READING COMMUNICATE). 

BAD COMMUNICATE .WITH.AGISMO ADVERSE CX=COMMUNICATE 
FUNCTION, T=FA VALUE WHEN READING COMMUNICATE). 
COMMUNICATE WITH.GISMO/GISMO.COMMUNICATE: 

PARAMETER LIST LENGTH ERROR (T=FA ADDRESS). 

BAD GISMO.COMMUNICATE VERB (X=VERB).« 

A PROGRAM ATTEMPTED TO USE A DELETED GISMO FUNCTION 
CTHELIMITJREGISTER, X=FUNCTICN). RELOADING THE PROGRAM'S 
INTERPRETER IS WARRANTED BEFORE PURSUING THE PROBLEM 
FURTHER. 

THE MCP DISPATCHED AN T/O0 OPERATION WITH A RESULT 
DESCRIPTOR THAT WAS ALREADY IN PROCESS. 

THE PO?T DEVICE RETURNED AN ILLEGAL HIGH-PRIORITY 
INTERRUPT ON A DISPATCH. READ MICRO-INSTRUCTION CINCN 


REGISTER BIT 1 SET) (TE=PORT- TF=CHANNEL, 
XSREFERENCE ADDRESS + 24). 

253q CASSETTE DATA ERROR AT ENTRY TO GISMO 
CY=STATEFLAGS, X=LIMIT.REGISTER). 

2543 CPU MULTIPLE BIT PARITY ERROR CT=ELOG REGISTER 
CONTENTS+ Y=STATESFLAGS, X=LIMIT.REGISTER). 

a55¢ ATTEMPTED TOC READ OR wRITE OUTSIDE THE PHYSICAL BOUNDS 
OF MAIN MEMORY. X=LIMIT.REGISTER, Y=STATE.FLAGS. 
IF Y EQUAL QO» READ OR WRITE GCCURED WHILE GISMC WAS 
RUNNING. IF ¥Y IS NOT EQUAL TO Os» READ OR WRITE OCCURED 
WHILE THE PROGRAM WITH THE LIMIT.RESISTER IN X WAS 
RUNNING. 

aSO2 SERVICE REQUEST RECEIVED FROM A MISSING OR IGNORES 
CHANNEL (T3 = CHANNEL). 


aADS COUAL PROCESSORS ONLY AND TOUT OPTION SET) CPU 
THE PROCESSOR THAT HALT=ED DETECTED THAT THE OTH: 
PROCESSOR TIMED OUT OUE TO ElTHER SEING HALTES 


IN A MICRO“LOOP. 

aAG CDUAL PROCESSORS ONLY) INVALID MESSAGE SENT FRU 
SLAVE PROCESSOR. 

aA2d CDUAL PROCESSORS ONLY) INVALID MESSAGE SENT FRO 
MASTER PROCESSOR. 

QA4a CDUAL PROCESSORS ONLY) MCRE UNBLOCK REQUESTS THAD SLoter 
REQUESTS WERE SENT TO THE SLAVE PROCESSOR. 

aa7a CDUAL PROCESSORS ONLY) A RESET SERVICE REQUEST OFPERATIC?P 
FAILS ON THE SLAVE PROCESSOR. 

DARD (DUAL PROCESSORS ONLY AND TOUT OPTION SET) HALT WHEN A 
PROCESSOR HAS DETECTED THAT THE OTHER PROCESSOR HAS 
riALTED WITH THE @QDQ0A02 HALT. 

DAAD CONSOLE.JINTERRUPT IS TRUE WHILE WAITING FOR RESPONSE 
FROM A DCPU.DISPATCH. 

a103a ATTEMPTED TO DECREMENT RS.BLOCK. COUNT WHICH WAS 
ALREADY ZERO. 


MICRO MCP HALTS (Leg0200XxXa2 


d04a A BAD VALUE FOR ITO.MCP.IO WAS DETECTED WHILE EXAWING AN 
I/O DESCRIPTOR. 

a37a GISMO REQUESTED CONTROL OF THE PROCESSOR, RETURN. 
A RESULT THAT THE MICRO MCP TS UNABLe TO HANDLE 
T REGISTER CONTAINS THE RESULT RETURNED). 

a0 8 a) AN I/0 DISPATCH TO GISMO RETURNED A RESULT THAT : 
DISPATCH WAS UNSUCCESSFUL CTHE T REGISTER CONTA AS Fac 
RESULT RETURNED). 

BO9D A COMMUNICATE MESSAGE WAS NOT WITHIN THE BASEWTO-LIMIT 

SPACE OF THE PROGRAM DOING THE COMMUNICATE. 

3100 THE MICRO MCP WAS REGUESTED TO HANDLE A COMMUNICATE 
THAT IT IS NOT CAPABLE OF HANDLING. 

adita IRRECOVERASLE ERROR IN THE MICRO MCP. THE T REGISTER 
CONTAINS THE FIRST SIX DIGITS OF THE MICRO MCP SCURCE 
SEQUENCE NUMBER WHERE THE HALT OCCURED. 

a12a MICRO MCP CONDITIONAL.HALT. THE T REGISTER CONTAINS THE 


FIRST SIX DIGITS OF THE MICRO MCP SOURCE SEQUENCE NUMBE?F 
WHERE THE HALT OCCURED. 

a13a ON A DELAYED RANDOM I/0- THE RESULT.DESCRIPTOR INDICATE: 
THAT THE 1/0 OPERATION HAS BEEN INITIATED, SUT THE 
TOsMCP.2I90 FIELD IS IN AN IMPROPER STATE. 

acta A HIGH~PRIORITY INTERRUPT WAS FOUND, BUT THE I 
BIT (BIT O CF THE RESULT.DESCRIPTOR) wAS NOT S 
INDICATING THAT THe I/G WAS NOT YET COMPLETE. 

axe29 A DISPATCH OF A POCKET.SELECT OPERATION THROUGH 
RETURNED A RESULT INDICATING THAT THE DISPATCH «.: 
UNSUCCESSFUL CTH=RESULT RETURNED). 

Q235 A POCKET.COMPLETE OF CDOUBLE.DOCUMENT RESULT WAS 
EXPECTED, SUT NOT OSTAINEDs FROM & POCKET.SELECT 
DISPATCH CT=RESULT RETURNED). 


MCP HALTS (£239900113) 


WHEN TRE MCP EXECUTES AN EXPLICIT HALT %<INSTRUCTION, THE L 
REGISTER IS SET TO sOO0CO0I1a AND A PARAMETER IS LOADED INTO THE T 
REGISTER TO FURTHER DEFINE THE NATURE OF THE HALT. USUALLY, THIS 
PARAMETER IS THE FIRST SIX DIGITS OF A SEQUENCE NUMBER IN THE MCP 
ITSELF, HOWEVER, SOME HALT CONDITIONS OCCUR AT MORE THAN ONE 
PLACE IN THE MCP. THESE ARE GIVEN A COMMON IDENTIFIER, AS 
FOLLOWS: 


T RESISTER REASON 

a11i1i14 NO MEMORY 

33333338 THIS MCP IS MISSING PATCHES. PUSH START TO CONTINUE. 
UCKXXXX2 

BOXXXXXD DISK I/0 ERROR. PUSH START FOR PORTs CHANNELs AND 
QEXXXXKA UNIT. ; 


MFXXXXXG 


2QOOCKXE SYSTEMS SOFTWARE COMPATISILIT 
Eas CSWrORDER EIGHT SETS -Or 7 
CONTAINS TwO S4-SIT NUMBERS I 


ee ea 


R 
P PeGc is Ver 
IFYING THE Two 


NT 
e AS FOLLOWS: 


1 SYSTEM INITIALIZER 
2 GisHo 

3 MICRO MCP 

4 MCP 

5 


SDL2 INTERPRETER 


ALL OTHER HALTS POINT TO A SPECIFIC SEQUENCE NUMBER IN THE MCP. 
THE HALTS MARKED WITH AN ASTERTSK CHARACTER (Cx) CAN SE PUSHED 
TRROUGH BY PUSHING START. ALL OTHER HALTS ARE ITRRECOVERABLEs A 
MEMORY DUMP SHOULD SE TAKER AND SUBMITTED WITH SUPPORTING 
DOCUMENTATION AND A 8 1000 FIELD TROUBLE REPORT. 


FT REGISTER REASON FOR HALT 

aS eat eo Bases ATTEMPE TO INDVIATE IN“PROCESS I/O. 

J9O35 79252 DISPATCH TO INVALID PORT CR CHANNEL, 

a538000% GLOCK.COUNT OVERFLOW. 

JO3380202 QLOCK. COUNT UNCDERFLOW. 

aG38O152 GOT AN INTERRUPT FROM THE MICRD MCP, 

a038630a MEMORY PARITY ON DISPATCH CINTERRUPT FROM Cha! 

2039423828 MCP ATTEMPTED A DISK I/O, BUT THE PORT AND CH 
NOT. FOR A DISK UNIT. 

20394398 * A DISK I/0 DID NOT COMPLETE IN 30 SECONDS. PUi- 


START ONCE - T CONTAINS THE RESULT DESCRIPTOR. 
PUSH START AGAIN ~ T CONTAINS THE PORT» CHANNEL, 
AND UNIT. PUSHING START AGAIN CAUSES THE MCP 

TO WAIT FOR 30 SECONDS MORE, 


304904758 MCP ASKED TO RETRY A DISK OPERATION THAT WAS NOT 
COMPLETE WITH AN I/O EXCEPTION. 

20405810 * BAD MEMORY STATISTICS (NONTRELEASE MCP ONLY). 

20407084 BROKEN MEMORY LINK. 

204071332 INCORRECT LINKAGE FOUND IN QUEUE STRUCTURES, OR 


AN INCORRECT ITEM TYPE IN QUEUE AVAILABLE STRUCTURE, 
OR A BAD BACKWARD LINK IN QUEUE AVAILA5SLeE CHAIN. 


a0407149— HINTS »ALAST_LOVERLAY IS NOT POINTING TO A VALID LINK. 

d041494a BAD "POINTER" FIELD IN MEMORY LINK. 

20430102 SEGMENT DICTIONARY MARKED SAVE. 

99436023 A MEMORY LINK WHICK SHOULD HAVE BEEN MARKED SAVE WAS 
NCT SO MARKED. 

a0443202 SROKEN MEMORY LINK. 

a046945a COULD NOT OPEN ODT GUEYVE. 

aC4+6960e COULD NOT FIND COT_LS_LFILE. 

30463853 INVALIO INTERRUPT FOR THe MCP, 

20466859 INVALID INTERPRETER“GENERATRED COMMUNICATE. 


JO477073 PROGRAM ITS MARKED WAITING I/O COMPLETE, YET WC 


a0477413 
30491694 
90491744 
90495453 
8049570 


30507554 
20510354 
3051656a 


30526404 
g0537278 


‘30542680 
3054536a 


a0550208 
30577278 
90583774 
@0584479 
30584488 
BO58449a 
a0620202a 
a062100a 
20622408 
a0627608 
206947028 


30697406 


20702102 
20730423 


a0759504a 
a0767903 
a077985a 
a078562a 
d078&883a 
297889338 
eQ791220 
also1e?s 


I/O OPERATIONS ARE IN PROCESS. 

MCP FELL OUT OF THE CUTER_LOOP. 

SYSTEM/ELOG DISAPPEARED FROM THE SYSTEM DISK. 

DRIVE TRANSFORMATION TABLE IS INCORRECT. 

INTEGRITY ERROR ON SYSTEM DISK FOUND AT CLEAR/START. 
THE DL SYSOUMP DESIGNATED PACK IS A USER PACK, 

BUT THE OLD FIELD CSV.DUMP_FILE IS NON ZERO. 

FAILED TO ABSOLUTIZE GISMO OR SDL INTERPRETER, 
CANNOT FIND AN IOAT FOR THIS SYSTEM DISK. 
OOT FAILED TO RESPOND TO A TEST OP. PUSH START FOR 
QDT PORT AND CHANNEL. PUSH START AGAIN FOR THE 
REFERENTE ADDRESS. 

TRIED TO CM AND CLEAR/START 12.0 SOFTWARE ON Ab 
11.9 SYSTEM DISK. 

THE COLD START VARIASLES HAVE BEEN CHANGED FY 

MCPs PLEASE CLEAR/START AGAIN. 

INVALID DISPATCH WHILE ATTEMPTING TO REWIND A 

UNIT AT CLEAR/START. 

A CONTROL DID NOT RESPOND TO TEST OP AFTER A 
SQ-SECOND WAIT CAT CLEAR/START). PUSH START 


ONCE == T CONTAINS PORT AND CHANNEL. PUSH 
START AGAIN ~~ T CONTAINS I/0 DESCRIPTOR 
ADDRESS. 


TOO MANY DATACOMM PORT/CHANNELS ON THIS SYSTEM. 
MISCALCULATED REQUIRED SIZE OF THE IOAT DURING 
CLEAR/START. 

ODT MEMORY INITIALIZATION PROBLEM AT CLEAR/START. 
FAILED TO FIND A SYSTEM DISK THAT CLEAR/START HAD 
ALREADY FOUND ONCE BEFORE. 

UNEXPECTED PORT CHANNEL UNIT FOUND FOR DISK DRIVE. 
QWIK DISK IS ON THE SYSTEM YET NOT IN THE IOAT. 

NO MEMORY TO UPDATE POINTERS TO THE SYSTEM DUMPFILE. 
GISMO GAVE ERROR RECOVERY ROUTINE BAD INSTRUCTIONS. 
GISMO GAVE ERROR RECOVERY ROUTINE BAD INSTRUCTIONS. 
MICRO MCP SEGMENT FAULT IMPROPERLY ROUTED. 
DISPATCH TO INVALID PORT OR CHANNEL. 

DISPATCH TO INVALID PORT OR CHANNEL. 

MCP IS LOST DURING PUNCH CHECK RECOVERY. 

DISPATCH TO INVALID PORT OR CHANNEL. 

1/0 COMPLETE FOR ROLLOUT, BUT THAT TASK IS NOT 

BEING ROLLED OUT. 

IN IOCOMPLETE PROCEDURE, AN I/O IN QUESTION IS NOT 
COMPLETE. 

INVALID I0.TYPE - 32, | 

WHILE LOOKING FOR AVAILABLE SPACE ON A SYSTEM DISK, 
THE MCP FOUND THE UNIT NOT TO BE A SYSTEM DISK. 

A DICTIONARY IS IN MEMORY, BUT ITS MEDIA BIT IS OFF. 
NO MEMORY FOR DATA OVERLAYS. 


AN INCORRECT OFFSET INTO THE DFH DICTIONARY WAS FOUND. 


DFH DICTIONARY IMPROPERLY FORMATTED. 

OFH DICTIONARY IMPROPERLY FORMATTED. 

wFL DATA DECK ERRONEQDUSLY MARKED AS NEW FILE, 

OFH DICTIONARY SIZE NOT EQUAL TO ACTUAL HEADER SIZc. 
WFL DATA DECK ERRONEOUSLY MARKED AS NEW FILE. 


2O80374a * 


230206108 
aO0806335a 
a081770a 
0855602 
29887432 


90887465 


20700859 
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811530c8 
a1223122 
31234818 
2126015a 
31200959 


21264802 
31265908 
21404502 
a1404602 
21408603 
314038700 
214908802 
a1403909 
31409008 


St58/102 
21598902 
g1599753 
@1654398 
31736512 


D17371238 
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DICTIONARY MEDIA 300LEAN FALSE FOR DFH IN MEMORY. 
BAD VALUE PASSED TO HEADER.UPDATS. 
WFL DATA DECK ERRONEOUSLY MARKED AS NEw FILE. 

POWER DOWN MPF FAILED. 

AN ISAM I/O WAS IN PROCESS WHILE UPDATING SUFFERS. 
MCP ASKED TO HANDLE FILE PROTECTION THAT SHOULD 
HAVE BEEN DIRECTED TO THE MICRO MCP. 
MCP ASKED TO HANDLE FILE PROTECTION THAT SHOULD 
HAVE BEEN DIRECTED TO THe MICRO MCP. 

MCP RETRYING AN I/O FOR WHICH THERE IS NO EVIDENCE 
OF AN ERROR CONDITION. | 
MCP RETRYING AN ERROR FOR WHICH THERE IS NO EVIDENCE 
OF AN ERROR CONDITION... 

AN OPEN PSEULGGREADER FILE IS NOT POINTING AT AN 
EXISTANT PSEUDCREADER. 
CONFILCT ON IN“PROCESS BOCLEAN FOR I.S. MEMORY SUFFER 
I.Se FINE TASLE LINKS ARE INVALID. 

I.eSs CURRENTS MISSING FOR TASK. 

NO MEMORY. 
SAD DESC RIPTOR FOUND DURING I/70 TO A QUEUE FAMILY. 
FILE NOT OPEN CONDITION NOT SCREENED OFF BY 
2_W_CALLER« 

ENHANCED I/0 NOT ALLOWED. 

TLLEGAL PORT IN I/O DESCRIPTOR. 
TAPE CONTROL APPEARS TO GSE HUNG. 
PROBLEM WITH SKIPPING AN EMPTY AREA OF A DISK FILE. 
CALL ON GET.NEW.AREA WITH POSITION COMMUNICATE IS 
INVALID. 

COULD NOT UPDATE BASE PACK HEADER. 


UNRECOGNIZABLE COMMUNICATE CALLED GET.NEW.AREA.W 


BAD CALL ON OPEN_QUEUE. 

BAD CALL ON OPEN_QUEUE. 

BAD CALL ON GET_QUEUE.MESSAGE. 

SAD CALL ON GET_QUEUE_MESSAGE. 

SAD CALL ON GET_QUEUE_MESSAGE. 

BAD CALL CN GET_QUEUE.MESSAGE, 

BSAD CALL ON GET_QUEUE.MESSAGE. 

TRIED TO ERRONEOUSLY RETURN NON Q_DISK TO AVAILABLE, 
PROBLEM RETURNING @_DISK. 

DISK I/O ERROR IN USERCODE VERIFICATION ROUTINES. 

NO MEMORY TO VERIFY SECURITY. 

INVALID USERCODE. 

INVALID PARAMETER PASSED TO USERCODE PROCESSI': 
ROUTINES. 

INVALID USERCODE. 

ERROR IN RIA LIST INTEGRITY. 

BAD CALL ON GET_QUEUE_MESSAGE. 

CANNOT HANDLE TYPE INDIRECT IN A CODE DICTION: 
DURING PROGRAM INITIATION, ATTEMPTED TO BUMP 7- 
USERCOUNT IN THE INTERPRETER FILE DFH - BUT THE 
INTERPRETER IS ALREADY IN THE INTERPRETER DICTiC VARY. 
DURING PROGRAM INITIATION» ATTEMPTED TO ASSIGN AN NEw 
INTERPRETER TO AN INVALID INTERPRETER DICTIONARY 
INDEX. 


91387155 
a188922a 
21929808 
21932848 
21938500 


31952803 
a19548438 


a195525a 
21957344 
01957354 
319867108 
a20069128 
a200860a 
d201920a 
22023504 
J209189a 
e2102303 
a21088603 
22116708 
321793802 
a2200002 
a2217102 
a226251a 
a226253a 
932271300 
a2272108 
a2277008 
22323609 
92335678 
42335820 
a234638a 
22385708 
22451202 
32454408 
32481409 
a2490503a 
a250080a 
a250230a 
|2562903 
32569429 
a257080a 
a2572328 
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LOST TRACK OF NUMBER SF USERS OF A SEGMENT DICTIGC*NAQY 
GeSPAD.PTR NOT POILN YP S 4 

PPB. 

NO CALLER ON AN IPC CALL. 

PARENT JOB OF A TASK HAS DISAPPEARED, 

MEMORY ALLOCATION FOR AN RSN IS INCORRECT I% 
FIREPROG. . 

MEMORY ALLOCATION FOR AN ESN IS INCORRECT IN 
FIREPROG. . 

NO MEMORY TO READ IN NAME TABLE AFTER DISK SQuUa45+. 


RIS LIST CORRUPTION WHILE HANDLING A DEATH_IN_fA“ILY. 
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[ed 
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‘DISK ADDRESS IN TASK VARIABLE TABLE EQUALS ZERO. 


LOST TRACK OF A TASK'S PARENT. 

NO SCHEDULE ENTRY FOR SUCCESSOR ON UNCONDITIONAL 
EXECUTE. 

Q_KEY STORED IN QPTR IS NOW BAD. 

TRIED TO RETURN A CHUNK OF DISK WHOSE ADDRESS EQUALS 
ZERO. 

AN RSN HAD A ZERO TASK_VARIABLE_TABLE ADDRESS. 
ILLEGAL VALUE RETURNED FROM MCP TASKING ROUTINES. 
ILLEGAL VALUE RETURNED FROM MCP TASKING ROUTINES. 
Q_KEY FOR ODT_QUEUE IS SLOWN. 

A PROGRAMS OMS _GLOBALS WHERE NON~ZERO AT EOQJ TIME. 
TERM_FINAL FAILED. 

TERMINATING A TASK TRAT DOES NOT EXIST ON DISK. 
TERMINATING A TASK THAT DOES NOT EXIST ON OISK., 

A PAGE DICTIONARY WAS ILLEGALLY OVERLAID. 

CANNOT FIND THE FILE THAT WE ARE CURRENTLY USIN’. 
SY_TYPE EQUALS SYSTEM_DESC AND SY_LFILE ON. 
ENVIRONMENT ADDRESS DESTROYED IN MOVE_LES_REMNG | 
TOLMCP_IO ON A USER FILE IN NOT EQUAL TO ZERO. 

IN ROLLOUT FOR A FROZEN TASK. 

COULD NOT FIND PSEUDO READER THAT WAS IN USE. 
TLLEGAL PARENT JOB NUMBER FOR A TASK. 

TASK POINTS AT ANOTHER TASK'S TASK _VARTABLE_TABLE. 
NO SUCH TASK SCHEDULED. 

INVALID KEY PASSED TO CLOSE_QUEUE. 

SCHEDULED A TASK THAT DOES NOT EXIST ON DISK. 
INVALID MICR COMMUNICATE. 

NO IGAT ENTRY FOR A GIVEN PACK_INFO_TABLE. 

NO IOAT ENTRY FOR A GIVEN PACK_INFO_TABLE. 

THE SYSTEM DISK IS NOT IN THE IOAT. 


DISCOVERED BAD PACK LABEL. 


T/O WILL NOT COMPLETE WHILE TRYING TO READY A DISK. 
NO ICAT FOR CURRENT DISK UNIT (MAKE_DISK_ABSOLUTE). 
CANNOT FIND MPFLINFO_LTABLE ALREADY IN USE. 

BAD DISK FILE HEADER. 

CANNOT FIND ENTRY IN MPF_TABLE. 

CANNOT FIND MPF_LINFO_LTASLE ALREADY IN USE. 

TRIED TO REMOVE TRACKS FROM A NON“DISK DEVICE. 

BAD DISK PCU FOUND IN TEMPORARY TABLE MANAGEMENT. 
NO DISK AVAILABLE FOR TEMPORARY AVAILABLE TABLE. 

A PCU OF ZERO WAS FOUND WHILE PUTTING A CHUNK OF DISK 
INTO THE TEMPORARY AVATLABLE TASLE. 
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32580052 
a258150a 
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A CHUNK OF DISK WITH A PCU OF ZERO WAS FOUND IN AN 
AVAILABLE TABLE. 

MCP WAS ASKED TO FIND THE TEMPORARY AVAILABLE TABLE 
ON A NONTDISK PCU. 

ATTEMPTED TO PERMANENTLY ALLOCATE DISK ON A RAM UNIT. 


-TRIED TO RETURN DISK TO AN OFFLINE DISK DEVICE. 


TRYING TO RETURN DISK ALREADY IN THE AVAILABLE TASLE. 
RETURNING AN INVALID DISK ADDRESS (MSG SPOUTED). 
RETURNING NON ZERO DISK ADDRESS WITH ZERO PCU. 
RETURNING NON ZERO DISK ADDRESS WITH ZERO PCU. 

NO DISK TO EXTEND AN AVAILABLE TABLE. 

RETURNING NON ZERO DISK ADDRESS WITH ZERO PCU. 
INVALID AVAILABLE TABLE, ADDRESSES OUT OF SEQUENCE. 
PUSH START TO CONTINUE AND RUN SYSTEM/PANDA 

TO CHECK DISK. 

SAD ENTRY FOUND IN TEMPORARY DISK AVAILABLE TABLE. 
BAD DISK DIRECTORY. 

IRRECOVERABLE DISK I/0 ERROR ON FILE HEADER READ. 

NO DISK AVAILABLE FOR DIRECTORY EXPANSION. 
TRRECOVERASLE DISK I/0 ERROR ON FILE HEADER READ. 
DISK DIRECTORY HAS SSEN CORRUPTED. 

PROBLEMS WHILE DOING DISK DIRECTORY MANIPULATION. 
SYSTEM/CODT REMOTE FILE OPEN DENIED ~ FILE MISSING. 
SYSTEM/OOT REMOTE FILE OPEN DENIED - FILE LOCKED. 
SYSTEM/ODT REMOTE FILE OPEN DENIED - ADAPTER 
MISSING/LOAD FAILED. 

SYSTEM/ODT REMOTE FILE CPEN DENIED - MCS DENI 
CPEN. 

SYSTEM/ODT REMOTE FILE OPEN DENIED - TOO MANY 
REMOTE FILES. | 

SYSTEM/ODT REMOTE FILE OPEN DENIED ~ LSN MISSING. 
SYSTEM/ODT REMOTE FILE OPEN DENIED - TOO NESTED. 
NETWORK CONTROLLER SUN ERROR DETECTED. 

SYSTEM/CODT REMOTE FILE OPEN DENIED - TOO MANY 
STATIONS. 

ILLEGAL PARAMETER PASSED TO PROCEDURE SPOUT_INVALID. 
INSUFFICIENT SYSTEM DISK TO OPEN A QUEUE FILE FROM 
THE MCP TC SYSTEM/ODT. 7 

NO MEMORY TO PASS & MESSAGE TO SYSTEM/ODT. 

INVALID DISK TYPE FOUND IN THE IOAT. 

THE SYSTEM/LOG FILE IS NOT IN THE DISK DIRECTORY. 
NO DISK FOR HEADER FOR NEW LOG. 

MISSING LOG FILE. 

INCORRECT LOG_MIX_INFO FOR A TASK. 

ATTEMPTED TO REALLOCATE LOG_MIX_INFO FOR A TAS“. 

NO SUBPORT ADDRESS FOR SUSPORT LOG ENTRY. 

FAILED TO QUEUE A MESSASE £9R AUTOBACKUP. 

FAILED RECEIVING MSG FROM GUELE FOR AUTOBACAL 
FAILED RECEIVING MSG FROM QUEUE FOR AUTOBACK: 
FAILED RECEIVING MSG FROM QUEUE FOR AUTOBACKL. 
FAILED RECEIVING MSG FROM QUEUE FOR AUTOBACKU 
FAILED CLOSING G@UEUE FOR AUTOSACKUP. 

PORT FILE IS OPEN SUT SUBPGORT-ATTRIBUTES DISK ‘- 2- 
IS NOT ASSIGNED. 
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a3320745 
23333336 
34490738 


23844408 
a3878309 
34015102 


24077422 
24080208 


94085948 
24117600 
24142383 


24196004 


¥ @4303730 


34456908 
24520003 
34776902 
24784299 
24829288 
34833412 
24867202 
a4ea7é610e 
54931198 
44935710 
95149108 
a521700¢4 
95355608 
353562908 
2536460a 
a5370193 
a5379203 
35380700 
35404304 
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EXCEEDED SUSPORT INDEX WHILE LOOKING FOR CHANGE EVENT. 
SYSTEM/DUMPFILE NOT LARGE ENOUGH FOR OM COMMAND, 
ATTEMPTED TO TAKE A SYSTEM DUMP, BUT THE DL SYSDUMS 
DISK IS NOT ONLINE COISK MAY BE IN PROCESS OF BEING 
READIED). PUSH START TO CONTINUE. THE MEMORY 
DUMP TS NOT TAKEN. 

WHEN REMOVING A SORT FROM THE SCHEDULE THE SORT'S 
USERCODE WAS FOUND TO SE INVALID. 

A SCHEDULED SORT VANISHED FROM THE SCHEDULE. 

THIS MCP IS MISSING PATCHES. 

THE PROGRAM WHICH CALLED A SORT HAS DISAPPEARED. 
AN IT/0 DID NOT COMPLETE AFTER A 30-SECOND WAIT 

IN THE IO.ERROR ROUTINE. PUSH START ONCE =e T 
CONTAINS 170 DESCRIPTOR ADGRESS. PUSH START AGAT: 
SHOWS WHETHER OP WAS: LOMPLS 

RROR RECOVERY REQUESTED CN SN INCOMPLETE T/0 
DISPATCH “TO GISMOFALLED DM: os 

UNEXPECTED PORT/CHANNEL/UNIT FOUND FOR DISK DR i. 
DISPATCH TO AN INVALID PORT OR CHANNEL. 

FIB INDICATES PARTIAL SLOCK SUT SLOCK COUNT = &. 
TAPE I/0 DID NOT COMPLETE AFTER A 30-SECOND WAIT. 
PUSH START ONCE ~~ T CONTAINS i/70 DESCRIPTOR 
ADDRESS.»} PUSH START AGAIN ~~ T SHOWS RESULT 
DESCRIPTOR FIELD. 

THE PAN NAME TABLE ENTRY IS EMPTY. 

READ OF A OISK PACK LASEL FAILED TO COMPLETE IN 
THIRTY SECONDS. 

MISSING PACK LINFO_TABLE FOR A PACK COMING ONLINE. 
NON“CARD DEVICE IN CARD_STATUS. 

DSC HUNG WHILE SUILDING MASTER AVAILABLE TABLE 

FOR QWIK DISK. 

TAPE I/0 DID NOT COMPLETE AFTER A 30-SECOND WAIT. 
PUSH START GNCE ~~ T CONTAINS I/0 DESCRIPTOR 
ADDRESS. PUSH START AGAIN ~~ T SHOWS RESULT 
DESCRIPTOR FIELOC. 

CANNOT FIND TRANSLATE FILE THAT WAS ALREADY IN USE. 
NO SPACE ALLOCATED FOR ANSI.BUFFER.SPACE. 

PROBLEM RETURNING DISK TO AVAILABLE TABLES. 

CANNOT FIND TRANSLATE FILE THAT WAS ALREADY IN US:. 
FI3 AND FPS FOR AN OPEN FILE DIFFER IN PROTECTION. 
DISK FILE HEADER MANAGEMENT PROSLEMS. 
MISSING FILE HEADER FOR A MULTIPACK FILE. 

CANNOT FIND PACK THAT IS ALREADY IN USE. 

VERIFY USERCODE FAILED WHEN OPEN.LSET.LOVERRIDE, 
MISMANAGEMENT IN PROCESSOR SCHEDULING. 

CANNOT FIND TRANSLATE FILE THAT WAS ALREADY IN USz:. 
PSEUDO READER LINKS ARE INVALTO. 

QUEUE NOT A QUEUE OR NOT A DISK QUEUE. 

CANNOT FIND DISK. 

INVALIO PARAMETERS PASSED TO OPEN _ QUEUE. 

INVALID PARAMETERS PASSED TO CLOSE_QUEUE. 

NO MULTILINE FOR REMOTE OPEN FOR SYSTEM/ODT. 
INVALID PARAMETERS PASSED TO PUT_QUEUE_MESSAGE. 
BAD TALL ON OPEN_QUEUES. 
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fh 


ae pfo3 CémPeeré Un TAPE Teo AEFER 30 ScCon'Dds READING Ta?é 


Heaved 


95433006 DEVICE IS NOT A DATA RECORDER, 

35452204 ATTEMPTED TO OPEN A DATA RECORDER OTHER THAN INDBLUT 
OR OUTPUT. 

45457230 ATTEMPTED TO OPEN A DATA RECORDER OTHER THAN INPUT 
OR OUTPUT. 

254848093 INVALIO PARAMETERS PASSED TO PUT_QUEUE_MESSAGE. 

35542222 I/O DESCRIPTORS FOR A FILE HAVE CORRUPTED LINKS. 

35545908 MCS WAS UNABLE TO CLOSE A QUEUE FILE FAMILY. 

45553619 MCP ATTEMPTED TO CLOSE AN UNOPENED READER/SORTER FILE. 

35636308 COULD NOT POWER DOWN CONTINUATION PACK. 

35638108 CANNOT FINS SASE PACK. . 

5647108 LOST A PISK FILE HEADER FOR A PSEUDO READER. 

a5649308 MOF TABLE HAS BEEN DESTROYED. 

35668222 RETURN_DISK FAILURE WHEN CLOSING A DISK FILE. 

5746648 QUEUE MANAGEMENT PROSLEM, 

35751808 INVALID PARAMETERS PASSED TO PUT_QUEUE_MESSAGE. 

a57532300 INVALID PARAMETERS PASSED TO CLOSE_QUEUE. 

35753603 INVALID PARAMETERS PASSED TO CLOSE_QUEUE. 

25761208 CLOSE_GUEUE INVALID QUEUE ADDRESS. 

95762903 CLOSE_QUEUE INVALID QUEUE ADDRESS. 

5772803 INVALID PARAMETERS PASSED TO PUT_QUEUE_MESSAGE. 

35779408 INVALID PARAMETER RETURNED FROM PUT_QUEUE_MESSAGE. 

35780004 INVALID PARAMETER PASSED TO CLOSE_QUEUE. 

a5730208 INVALIO PARAMETER PASSED TO CLOSE_QUEUE. 

a5782448 CCULD NOT FIND A TASK'S PARENT JOB. 

a53a5270a * ISAM SUBFILE FILE SECURITY VIOLATION. 

2586600a * ERROR FINDING FIS FOR 1.8. SUBFILE. 

25866908 ISAM SUBFILE MISSING FOS HANG_PROGRAM_UP. 

35928203 ISAM CLOSE REMOVE IS MISSING A FILE. 

a592970a * ISAM GLOSAL FILE DISAPPEARED. . 

a5935908 MISMANAGEMENT OF ISAM NUMBER OF USERS. 

a593985a *% © UNEXPECTEDLY HIGH NUMSER OF I/OS IN ISAM CLOSE. 

]5956235e BEGIN ADDRESS OF I/0 HIGHER THAN MCP LIMIT REGISTER. 

Q59 62803 DISPATCH TO INVALID PORT 32 CHANNEL. 

26504708 FAILED TO DELIVER AN ENASLE_GUEUE MESSAGE. 

26019298 PUT_QUEUE_MESSAGE FAILED CR BAD PARAMETERS 
PASSED. 

26015564 FAILED TO DELIVER A DISABLE GUEUE MESSAGE. 

36023403 PUT_QGUEUE_MESSAGE FAILED. 

460410045 PUT_QUEUE_MESSAGE FAILED OR SAD PARAMETERS 
PASSED. 

360442608 PUT_QUEUE_MESSAGE FAILED OR BAD PARAMETERS 
PASSED. 

96051709 INVALID QUEUE ADDRESS PASSED TO CLOSE_QUEUE. 

26952304 GET_QUEUE_MESSAGE FAILED - EMPTY QUEUE. 

26052608 GET _QUEUE_MESSAGE FAILED. 

a605270a GET_QUEUE_MESSAGE FAILED. 

a605280a GET_QUEUE_MESSAGE FAILED. 

06052908 GET_QUEUE_MESSAGE FAILED. 

36069308 FAILED TO DELIVER A QUEUE MESSAGE. 

a607940a PUT_QUEUE_MESSAGE BAD PARAMETERS PASSED. 

36080108 RECEIVE DID NOT RETURN. 

a611400a COULD NOT FIND AN LSN THAT SHOULD BE PRESENT. 


96154859 BAD LINKAGE IN QUEUE AVAILABLE BUFFER CHAIN. 
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36256348 
06257304 


26258414 


26290344 
96291000 


a629142a 


a630390a 
26310309 
a6318800 
9634566a 


96345300 


26353690 
363559858 
6385005 
26399308 
263969908 
26402808 
264392043 
26439302 
96446302 
(96446504 
26925600 
VE993704 
26994908 
27074304 
370754028 
6711800a 
27118204 
a711830a 
a7187322 


a7191863 
27248802 


a724890a 
a7278302 


97446409 


2754510a 
37545993 
a756875a 


ATTEMPT CLEANWUP OF SUYEUS MESSAGE NOT INPROC 
Ife DESCRIPTOR NOD COMP Lele. 
NO MESSAGE FOUND. 


NO MESSAGE FOUND. 

QUEUE MEMORY LINK DATA STRUCTURE SROKEN. 

QUEUE MUST Be EMPTY HERE. 

CLOSING A QUEUE FAMILY, PROSLEM OCCURRED RETU- 
DISK TO THE AVAILASLE TABLE. 

RETURN_DISK PROBLEM WHILE CLOSING A QUEUE FILE. 


CLOSING A QUEUE FAMILY, A MEMBER OPENED OUTPUT ras 


A ZERO WRITER COUNT. 


CLOSING A QUEUE FAMILY» COUNT NOT GET DISK TO KEE> 


SPECIFIC FAMILY MEMBER OPEN. 

RETURN_DISK PROBLEM AFTER OPENING A QUEUE. 

BAD FIB OR FPB ADDRESS WHILE OPENING A QUEUE FILE 
FAMILY. 


UNASLE TO SUCCESSFULLY OPEN A MEMBER OF A QUEUE FILE 


FAMILY. 

QUEUE FIS NOT IN MEMORY. 

INVALID RETURN FROM CLOSE_QUEUE. 

INVALID PARAMETERS PASSED TO OPEN_QUEUE. 
ATTEMPTED TO HANDLE ENASLE/DISASLE REPLY WITH 
NO NDL HANDLER. 
ATTEMPTED TO HANDLE ENA 
NON“PRESENT REMOTE FT 
NO MEMORY TO ADD STATION. 


ABLE/DISABLE REPLY FOR A 


QueVE CLOSE PROBLEMS WHILE FIRING A NEW CONTROL? 


INVALID PARAMETERS PASSED TO PUT_GUEUE_MESSAGE. 
INVALID PARAMETERS PASSED TO PUT_QUEUE_MESSAG:. 
INVALID PARAMETERS PASSED TO PUT_QUEUE_MESSAG: . 
INVALID VALUE RETURNED FROM PUT_QUEUE_MESSAGE. 
UNEXPECTED RETURN FROY PUT_QUEUE_MESSAGE. 

UNEXPECTED RETURN FROM PU AUEUE ONES TAGES 

BAD CALL ON OPEN_ QUEUE 

BAD CALL ON OPEN_GQUE CUE, 

PORT I/O REQUEST WITH NO FIB. 

INVALID PARAMETERS PASSED TO OPEN_QUEUE. 
INVALID PARAMETERS PASSED TO OPEN QUEUE. 


INVALID PARAMETER RETURNED FORM PUT_QUEUE_MESSAGE. 


BNALIO WITH NO FI3. 

GET_QUEUE_MESSAGE PROBLEM. 

GET_QUEUE_MESSAGE PROBLEM. 

GET_QUEUE_MESSAGE PROBLEM. 

PARAMETER PASSED TO SEARCH EQUALS WAS NOT 30 
CHARACTERS IN LENGTH. 

PARAMETER PASSED TO SEARCH_EQUALS_TASK_SYNTAX WAS 
30 CHARACTERS IN LENGTH. 

COULD NOT SUCCESSFULLY ENQUEUE AN OBJ STATEMENT. 
COULD NOT SUCCESSFULLY ENQUEUE AN O8J STATEMENT. 
IPC CALLER NO LONGER IN THE MIX. 

PRIOR TASK NO LONGER IN THE MIX. 

INVALID PARAMETER PASSED TO CLOSE_QUEUE. 

BAD CALL ON CLOSE_QUEUE. 

FAILED RECEIVING MESSAGE FROM QUEUE FOR AB. 
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a8574209 
a872260a 
a8724802 
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a874170a 
2874530a 
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FAILED RECEIVING MESSAGE FROM QUEUE FOR AB. 
FAILED CLOSING QUEUE FOR AB. 

AB NUMBER DOES NOT MATCH AUTO PRINT QUEUE, 
CANNOT FIND TASK THAT ZIPPED "AT" MESSAGE. 
FIND_UNIT FAILED TO FIND A DEVICE. 

INCORRECT CALL ON OPEN_QUEUE. 

INCORRECT CALL ON OPEN_QUEUE. 

INCORRECT CALL ON PUT_QUEUE_MESSAGE. 

INCORRECT CALL ON PUT_QUEUE_MESSAGE. 

DISK ERROR RATE MANAGEMENT PROBLEMS. 

IN IL, DMS ENVIRONMENT RUNNING FOR A NON-DMS JOB. 
RSNeRS_FILE EXCEEDS NUMBER OF FILES. 
RSNeRS_FILE EXCEEDS NUMBER OF FILES. . 

MISSING PARENT JOB WHILE DOING A JOBSTART. 

IN OU, JOS FOUND TO HAVE ILLEGAL RS_FILE VALUE. 
TN OU FOR DMS FILE, RS_DMS_GLOBALS WAS ZERO. 
INVALID USERCODE IN PY. 

INVALID USERCODE IN Pv. 

INVALID USERCODE IN PV. 

RF UNABLE TO READ A FILE HEADER INTO MEMORY. 
BAD PSEUDO READER CHAIN. 

NO DISK AVAILABLE FOR AVAILAS 


3 TABLE. 
WFL FAILED TO BE SCHEDULED UP 


N AN MCP REQUES” 
SUCCESS FULET An: 
pa Py 6 


A COMMAND TO WFL COULD NO 
ODT GR GDX NAME TASLE ENTRY 
SEARCH EQUALS FAILED IN TH. 
ACTIVE TASK NOT IN MIX OR SCHEOULE. 

OVERFLOWED A TASK VARIABLE. 

DISK ADDRESS IN TASK VARIABLE TABLE EQUALS Zé». 

TASK NUMBER IN COMMUNICATE DOES NOT MATCH 

TASK NUMBER ON DISK. 

DISK ADDRESS IN TASK VARIABLE TASLE EQUALS ZEROS. 
JOB TASK NOT IN MIX. 

DISK ADDRESS IN TASK NUMBER TABLE EQUALS ZERO. 
QUERY OF ACTIVE SUBTASK. 

TASK NUMBER IN COMMUNICATE DOES NOT. MATCH 

THE TASK VARIABLE THAT WAS FOUND BY TASKING ROUTINES. 
TASK VARIABLE MIX NUMBER IS FOR NONTEXISTANT JOB. 
DISK ADDRESS IN TASK VARIABLE TASLE EQUALS ZERO. 
DISK ADDRESS IN TASK VARIABLE TABLE EQUALS ZERO. 
TASK NUMBER IN COMMUNICATE DOES NOT MATCH TASK 
NUMBER ON DISK.  . 

BAD TITLE IN WFL-GENERATED DATA DECK. 

WFL JOB HAD A NULL TASK_VARIA8SLE ADDRESS 

WHEN COPYING THE CODE DICTIONARY FOR THE 
ACCESSROUTINES OF A DMS JOB CLOSING A DATABASE, 

AN INCORRECT CONDITION WAS FOUND. 

WHEN wRITING THE PAGE DICTICNARY FOR THE 
ACCESSROUTINES OF A OMS JOB CLOSING A DATABASSC: 

TRE J038 WAS FOUND TO SE AOCLLED OUT. 

WHEN WRITING THE PASE OICTIONARY FOR THe 
ACCESSROUTINES OF A DMS JOS CLOSING A DATASBAS.. 
CORRUPTION WAS FOUND IN THE ESN OR CODE DICTIV..-:. 
ZERO PORT-CHANNEL ON A DMS 1/0. 
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BAD UNIT HARDWARE ON A DMS T/0. 
INCOMPEETS ONS WRITS. 

INCOMPLETE OMS WRITE WITH EXCEPTION. 
INCOMPLETE OMS READ, 
INCOMPLETE DMS READ WITH EX 
WHEN OPENING A DMS DATASASE 
IS NO SPACE IN THE AUDIT 2U 
AUCIT ENTRY. 

AN OPEN OR CLOSE OF A OMS AUDIT FILE WAS ATTEMPTED 
FOR A NON~DMS JOG. 

WHEN OPENING A NEW AREA FOR A DMS AUDIT FILEs THE 
BLOCKS~PER~AREA COUNT WAS GREATER THAN ONE. 
ALTHOUGH THE DMS AUDIT FILE STATUS IS OKs THE AUDIT 
FILE IS NOT OPEN. | 

THERE HAS SEEN A FAILURE WHEN COPYING THE CODE 
DICTIONARY FOR A OMS JOB CLOSING A DATABASE. 
WHEN CLOSING A DMS-DATASASE THE DMS GLOBALS WERE 
MISSING FROM THE DMS GLOBALS CHAIN. 

THERE WAS A FAILUSE IN CLOSING THE DMS ENVIRONMENT 
OF A JOS DOING A SATASASE CLOSc. 

WHEN ABORTING A DMS JOS DURING DATABASE OPEN AN 
IMPOSSI3LE CONDITION WAS ENCOUNTERED. 

NO DATABASE GLOBALS ARE ALLOCATED FOR AN ABORTING 
DMS JOS WITH AN INCOMPLETELY OPEN DATABASE. 

BAD MEMORY LINK ENCOUNTERED wHEN RELEASING A Do 
SUFFER. 

A DMS FATALERROR OCCURED CN A DATABASE THAT 
AUDITED TO TAPE, , 

WHEN CLOSING A DMS DATABASE DUE TO A FATALE®:: 
THE DISK AUDIT FILE COULD NOT BE CLOSED. 

THE DMS ACCESSROUTINES GAVE A BAD UPDATE-HEADE 
COMMUNICATE. 

A DATA INCONSISTENCY HAS OCCURED DURING DMS 
DEADLOCK ANALYSIS. 

NO USER ENVIRONMENT EXISTS FOR A JOB OPENING A 
DMS DATABASE. 

NO DISK FILE HEADER EXISTS IN MEMORY FOR AN 
UPDATED DMS DATAFILE BEING CLOSED. 

WHEN BINDING DMS DASDL~-GENERATED CODE INTO THE 
ACCESSROUTINES AT DATABASE OPEN, CORRUPTION WAS 
FOUND IN MEMORY OR THE DICTIONARY. 

TRIED TO SWITCH TO A NONWEXISTENT ENVIRONMENT. 
INCORRECT INTERPRETER ALLOCATION WHEN INTERACTIVE 
DEBUGGER IS ADOPTING A JOC&8. 

INCORRECT INTERPRETER ALLOCATION WHEN INTERACTIVE 


“DEBUGGER IS ADOPTING A JOB. 


WHEN SWITCHING INTERPRETERS DURING J08 ADOPTION, 
THE CLD INTERPRETER COULD NOT SE FOUND. 


